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SUBJECT: EAO COUNCIL CHAIRMAN TO CONSULT WITH OECD/DAC GROUP IN 
ROME JANUARY 22 ON FAO RELATIONS WITH INTERNATIONAL 
FUND FOR AGRICULTURAL DEVELOPMENT AND OTHER MATTERS 

1. EAO COUNCIL CHAIRMAN GONZALO BULA HOYOS HAS ASKED NETHERLANDS 
CHAIRMAN TUINMAN OE OECD/DAC GROUP ROME TO ARRANGE FOR BULA HOYOS 
TO TALK WITH GROUP ON A) FAO WORKING GROUP ON FAO COUNCIL AND 
COMMITTEES, B) FAO RELATIONS WITH WORLD FOOD COUNCIL, AND 

C) FAO RELATIONS WITH INTERNATIONAL FUND FOR AGRICULTURAL 
DEVELOPMENT. BULA HOYOS SUGGESTED MEETING ON JANUARY 26, BUT 
TUINMAN PERSUADED HIM THIS WOULD BE TOO LATE TO PERMIT CONSULTING 
CAPITALS BEFORE IFAD MEETING JANUARY 28, AND IS SCHEDULING 
MEETING FOR 2:00 P.M. JANUARY 22. 

2. U.S. REPRESENTATIVE IS SCHEDULING GENEVA GROUP MEETING 
AT 10:00 A.M. JANUARY 26 ON A) REVIEW OF FAO PROGRAM OF WORK 
AND BUDGET IN 1975, B) FAO WORKING GROUP ON FAO COUNCIL AND 
COMMITTEES, AND C) UNDP CRISIS, AND FAO INTEREST IN ASSUMING 
FINANCING FUNCTIONS. OECD/DAC CONSULTATION PRELIMINARY TO 
THE IFAD MEETING WILL THEN BE HELD AT 2:30 P.M. ON 
JANUARY 27.VOLPE 


UNCLASSIFIED 


NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AGRICULTURAL PRODUCTION, COMMITTEE MEETINGS, DIPLOMATIC DISCUSSIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 JAN 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME00882 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760020-1120 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 39/aaaabibq. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: mendozsm 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JUL 2004 by castelsl>; APPROVED <17 AUG 2004 by mendozsm> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FAO COUNCIL CHAIRMAN TO CONSULT WITH OECD/DAC GROUP IN ROME JANUARY 22 ON FAO RELATIONS WITH 
INTERNATIONAL 

TAGS: EFIN, EAID, OCON, UNWFC, (BULA HOYOS, GONZALO) 

To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassifled/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



